144th KY Derby Future Wager 2017-18 Final Day 
Pool 1 / Race 1 11/26/17 
Final ODDS 
Program Horse Name ODDS Gross Win Pool Final $ Odds $2 Payoff 

1 Avery Island 29 4,795.00 29.40 $ 60.80 
2 Bolt d'Oro T 17,074.00 7.50 $ 17.00 
3 Copper Bullet 45 3,155.00 45.30 $ 92.60 
4 Dak Attack 37 3,845.00 37.00 $ 76.00 
5 Engage 56 2,525.00 56.80 $ 115.60 
6 Enticed 29 4,819.00 29.30) $ 60.60 
7 Firenze Fire 49 2,906.00 49.20 $ 100.40 
8 Free Drop Billy 33 4,256.00 33.30 $ 68.60 
9 Givemeaminit 70 2,056.00 70.00 $ 142.00 
10 Good Magic 11 11,754.00 11.40 $ 24.80 
11 Gotta Go 91 1,575.00 91.70 $ 185.40 
12 Lone Sailor 99 1,441.00 100.30 $ 202.60 
13 Mask 47 3,000.00 47.70 $ 97.40 
14 McKinzie 12 10,816.00 12.50 $ 27.00 
15 Mendelssohn 31 4,492.00 31.50 $ 65.00 
16 Montauk 17 7,761.00 17.80 $ 37.60 
17 Principe Guilherme 27 9,075.00 27.70 $ 57.40 
18 Quip 65 2,182.00 65.90 $ 133.80 
19 Solomini 22 6,283.00 22.20 $ 46.40 
20 Sporting Chance 56 2,552.00 56.20 $ 114.40 
21 Talent Scout 81 1,770.00 81.50 $ 165.00 
22 Tiz Mischief 40 3,545.00 40.20 $ 82.40 
23 Untamed Domain 29 4,780.00 29.50 $ 61.00 
24 Mutuel Field (All Others) 6/5 64,646.00 1.20. $ 4.40 

Final $ odds based on $1 payoffs 

Pool Total: | $ 177,103.00 
Merged Exacta Pool Total 73,156.00 
Z11 Churchill Handle WIN 177,103.00 $ 250,259.00 
EX 73.156.00 
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